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DECpage Version 3.0 
Statement of Supported Versions 

This is the American version of DECpage Version 3.0. The American version of DECpage 
Version 3.0 does not support muitiple language installations. 

Operating Systems: VMS Version 4.6 or higher 

Micro/VMS Versions 4.6 - 4.7 

DECpage Version 3.0 supports the following products/versions: 

• ALL-IN-1 Version 2.2 

• ALL-IN-1 Version 2.3 

• WPS-PLUS/VMS Version 2.1 

• WPS-PLUS/VMS Version 3.0 


